Brief comment text:

As an RF Engineer and a user of Meshtastic I am opposed to NextNav's proposed changes to the 900MHz Band. Meshtastic has become a regional source of off grid backup communication in the event that traditional forms of communication like cell service due to natural disasters or cyberattacks become unavailable. The NextNav proposal with it's high power levels will severely degrade the operation of LoRa and other devices in the 900MHz band.

       
